
1. ADVISE DELAY IN NBR M ACCEPTANCE TESTING THAT CAN BE 
CONTRIBUTED TO RECENT LABORATORY TEMPERATURE CONTROL PROBLEM, 

WHAT ACTION IS BEING TAKEN TO ASSURE FUTURE IMMUNITY TO SEASONAL 
TEMPERATURE VARIATIONS? 

2. IF TESTING IS RESUMED lA MAY, PLEASE ADVISEt <1) EARLIEST 
date NBR 04 CAN BE SHIPPED, ASSUMING SATISFACTORY PERFORMANCE IS 
ACHIEVED WITH THE NEW LENS; <2> IF PERFORMANCE IS STILL ABNORMAL, 
WHAT IS DECISION DATE TO SWITCH TO UNIT NBR 06 AS THE NEXT DELIVER- 
ABLE PAYLOAD; (3) IF <2> OCCURS, WHAT IS EARLIEST DATE NBR 06 
COULD BE SHIPPED? 
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